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CONFIDENTIAL VIENTIANE 0215 

HONG KONG FOR RTC 

DEPARTMENT FOR A/SY/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: TECHNICAL INSPECTION, VIENTIANE 
REF: HONG KONG 331 

1. RTC TECHNICAL INSPECTION SCHEDULED TO COMMENCE O/A 
JANUARY 27 MEETS WITH POST APPROVAL. WE WILL AWAIT WORD 
ON YOUR FINALIZED ITINERARY BEFORE RESERVING LODGING. 

2. ASSUME ROUTINE TECHNICAL SURVEYS WILL BE ACCOMPLISHED 
DURING YOUR VISIT. THERE ARE A NUMBER OF AREAS. NOT 
NORMALLY CHECKED, WHICH WILL REQUIRE A SWEEP BECAUSE OF 
RECENTLY COMPLETED ALTERATIONS. 

3. WOULD LIKE INFORMATION ON ACR FILTERS AS TO WHETHER 
THEY CAN BE CLEANED OR WHETHER REPLACEMENT IS NECESSARY. 

4. DAO WILL BE IN THE PROCESS OF RELOCATING A SEN- 
SITIVE OPERATION FROM ONE BUILDING TO ANOTHER WHILE 
YOU ARE ON LOCATION. THE PROJECT WILL INVOLVE MODI- 
FICATIONS AND INSTALLATION OF NECESSARY WIRING AND 
PLUMBING. THE WORK WILL BE ACCOMPLISHED THROUGH A CON- 
TRACTOR WITH SUPERVISION BY THE RESIDENT SEABEE. A 
TEHCNICAL SECURITY INSPECTION SHOULD BE MADE OF THIS AREA 
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ON COMPLETION OF THE PROJECT NOW ANTICIPATED DURING THE 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 JAN 1975 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975VIENTI00215 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: GS 

Errors: N/A 

Film Number: D75001 2-0601 
From: VIENTIANE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 HONG KONG 331 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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